
























6FQ5A 


AMPLIFIER — Class A| 

Maximum Ratings, Design-Maximum Values: 

PLATE VOLTAGE. 200 max. volts 

GRID VOLTAGE: 

Negative-bias value.50 max. volts 

CATHODE CURRENT.22 max. ma 

PLATE DISSIPATION. 2.5 max. watts 

Maximum Circuit Values: 

Grid-Circuit Resistance: 

For cathode-bias operation . 1 max. megohm 

a With external shield JEDEC No.316 connected to cathode except as noted. 
b With external shield JEDEC No.316 connected to ground. 


CURVES 

shown under Type 6GK5 also apply to the 6FQ5A 
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